Grace  Church.  New  York  City. 


GRACE  CHURCH,  NEW  YORK  CITY. 

Grace  Church  is  located  on  Broadway  corner  of  9th  Street 
opposite  the  Wanamaker  Store,  in  down  town  district.  It 
was  buiit  in  1845  and  is  one  of  the  most  prominent  edifices  in 
New  York  City. 
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